• An Introduction section that includes: 

o o A brief description of the problem you are trying to solve 
o o A description of the primary stakeholders you have identified and their 
interests 

in a solution to your problem (you may include POV statements if you desire) 

o o Lists of your criteria and requirements (make sure they are clearly explained 
as 

well), and an explanation why your criteria was chosen 

o o An AHP table showing the weightings of the top 5 criteria as well as a 
paragraph 

description of how the stakeholders interests led to those weightings 
o o A brief description of the types of scenarios which your aircraft is specifically 
designed 

Quality of Introduction 

• • Brief problem description included [1 pt] 

• • Description of primary stakeholders included [1 pt] 

• • Lists of well-defined criteria and requirements [1 pt] 

o o Should have at least 10 requirements 
o o Should have at least 5 criteria 

• • AHP table included [1 pt] 

o o Should compare at least 5 different criteria 

o o Table should be filled out correctly (ones on the diagonal, opposite cells are reciprocals, 
etc.) 

o o Calculations need to be correctly performed 
o o Final weightings shown in table 

• • Description of types of missions aircraft is designed for [1 pt] 



